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INFO OCT-01 NEA-10 ISO-OO OC-06 CCO-OO /022 W 

044532 170513Z/17 

R 161509Z FEB 78 

FM USMISSION SINAI 

TO SECSTATE WASHDC 3670 

B B WOLFE E-SYSTEMS GREENVILLE TX 

UNCLAS SINAI 0378 

DEPT FOR SSM 

FOR WALLEN FROM ROBERTS AND DODSON 

THIS IS ESY-SFM NO. 1509 DTD 16 FEBRUARY 1978 

E.O. 11652: N/A 
TAGS: OGEN 

SUBJECT: SENSOR COMMON MODULE SPARES 


Message Text 


1 . IN ACCORDANCE WITH LES JACOBS PHONE REQUEST, THE FOLLOWING 
LIST PRESENTS THE NUMBER OF SPARE COMMON MODULE TRANSMITTERS 
AND RECEIVERS ON HAND AT SFM: 


SENSOR 

SPARES 

SPARES SPARES 

FIELD 

FREQUENCY 

T1143 T2344 T1922 

MW 

0670 

N 5 

12 

1 

ME 

0964 

2 

19 

0 

GE 

1030 

4 

9 

1 

GW 

1324 

8 

5 

3 

BASE 

0142 

0 

0 

0 


2. IN TELECON WITH LES JACOBS, WE UNDERSTOOD THAT SSM MIGHT BE 
CONTEMPLATING CHANGING SENSOR FREQUENCIES TO COMBINE SENSORS IN 
TWO FIELDS ON ONE FREQUENCY. THIS MIGHT HELP RESOLVE POSSIBLE 
EQUIPMENT SHORTAGE IN THE INSTALLATION OF CENTRALIZED MONI- 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINAI 00378 161528Z 

TORINO SYSTEM. IT MIGHT ALSO CREATE PROBLEM WITH SENSORS IN 
ONE FIELD BEING PICKED UP BY ANOTHER WATCHSTATION. THIS WOULD 
COMPLICATE IF NOT CONFUSE MONITORING OF FIELDS. WOULD APPRE- 
CIATE BACKGROUNDING ON PRESENT PLANS. 

ROBERTS 
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